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ACCIDENT COMPENSATION: 
- ACC and Self Employed (24) : 12 


AGRICULTURAL QUARANTINE SERVICE (24) : 12 


ALLERGIES: 


- Dust Guard Helmets (13) : 4 
- To Pollen (labels on containers) (18) : 8 


ANALYSIS (HONEY): 
- Honey Analysis T J Sprott (17) : 12 (now Analab from 1986) 


BAY OF PLENTY COMMUNITY COLLEGE: 
- Distance Education Programme : Beekeeping (23) 14-16 


BLOWERS : 


- Rediline Generator (12) : 4-5 
- Epcon Power Convertor (13) : 9 
- Auto Arc (15) : 5-6 


BIOLOGICAL CONTROL: 


- Weevils on Nodding Thistles (8) : 2-4 
a i (20) : 1-2 May 1984 
- Nodding Thistle Survey (15) : 10 


BOILERS : 


- Care of Boilers (24) : 5-6 
- Bosca Boiler (6) : 5-6 
- Electric (23): 8 


BRANDING BEEBOXES : 


- Branding (6) : 1-2 
- Source of Brand 9 (4) 


CHAIN SAWS: 
- Safety in use of (17) : 2-3 


CODE OF ETHICS: 
- Code of Ethics (21) : 1-2 


CONCRETE : 


- Cemenfortis Hardener (9) : 6 
- Polacoat Aquastop (12) : 6 


CNG INSTALLATIONS: 
- CNG Installations (22) : 4-5 


COMB HONEY : 


- Fumigation (refer methyl] bromide) 
- Reduced crop 10 (4-5) 
- Ross Rounds (12) : 10-11 


COVERS: 
- Plastic Wash for Trucks (24) : 6 


DIESEL: 

- Economic use of Trucks 17 (3-4) 
DISEASE ~- ACARINE MITE: 

- Acarine Mite in USA (21) : 9-10 
- Acarine Update (22) : 10 


DISEASE - BACILLUS LARVAE: 


- Statistics and Overseas Diagnosis (1) : 


- Statistical Comparisons (7) 7-8-9 
- B L Statistics (23) : 5-6-7 


DISEASE: 


- Halfmoon Disorder (1) : 3 
= il u (6) : 8 


DISEASE ~- NOSEMA: 
- More on Nosema (21) : 8 


DISEASE: 
Varroa Mite 5 (2) 


DRUMS : 


Racks (5) : 5 

Makers & Reconditioners (12) : 12 
Heating (16) : 1-2 

Stencils (17) : 8 

Liners (plastic) (20) : 2 

Supply for Sugar Syrup (21) : 2 
Honey (23) : 4 

Honey (24) : 6 
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EDUCATION: 


Certificate in Beekeeping 
BOP Community College (23) : 14-16 


ELECTRIC MOTORS: 


Source of (16) : 9 


EQUIPMENT & TRADE TABLE: 


Drum and Barrel Racks (5) : 5 
Jiffy Hand Pallet Truck (6) : 2 
Boilers for Beekeepers (6) : 5 
Mini-wrapper (7) : 2 

Stretch Plastic Wrapper (8) : 1 
Puncture Proof Tyres (8) : 2 
Service Hoist (9) : 2-3 

Fire Branding Hives (9) : 4 
Cemenfortis (9) : 6 


- Honey Containers (11) : 5 


Sellers Traders Table (11) : 5-6 

Drum Makers and Reconditioners (12) : 2 
Bee Blowers (12) : 4 

Ross Rounds (12) : 10-11 

Anti Dust Helmets (13) : 4 

"Smokegard" (13) : 7 

Straining Honey (13) : 8 

Bee Blowers (13) : 9 

Multi Tool Wood Working Unit (14) : 1-2 
Three Wheeled Fork Lift Loader (14) : 1-2 
Opossum Trap (14) : 7 

Stop Thief Tow Bar (15) : 7 

Tail-Gate Loader (15) : 7-8 

Heating Cable (16) : 1-2 

Power Generator (16) : 5-6 

Electric Motors (16) : 9 

Gaurd for Chain Saws (17) : 3 

Stuck Again Super Which (17) : 6-7 
Stencils (17) : 8 

Pumps - Water Wizzard (17) : 10 

Centri fuges/Extractors 

Pricker for Manuka Honey (17) : 11 

Api - Electric Honey Packer (17) : 12 
Hayman - Reese Stretch pack 

Auxillary Axle (18) : 2 

Strip Doors (18) : 7 

Self Adhesive Flashing Band (Felflex Hyband) (18) 
Plastic Cage (AI in queens) (18) : 11 
Hot Glue Extruder Gun (19) : 8 

Electric Staple Gun (Rapid) (19) : 8 
Spray Guard Rain Flaps (20) : 2 

Drum Liners (20) : 2 

One Pot Vinyl Butyral Phenolic etch prinier (21) 
Sugar Syrup Pumps (21) : 11 

Polystyrene Queen Mating Boxes (21) : 11 
Hive Straps (21) : 11 

200 1 Drums (21) : 11 

Wheel Grips (21) : 16 

High Performance Fume Board (22) : 2 


: 11 


: lil 
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Parafin Waxers (22) : 8 

200 1 Drums Trade Table (23) : 4 

Bozi Plastic Queen Cell Cups (23) : 5 

Electric Steam Boiler (23) : 13-14 

Poor Mans 4-heel Drive (24) : 5 

Care of Boilers (24) : 5-6 

Laquer Lined Drums (24) : 6 

Truck Covers (24) : 6 

Davidson Mini Uncappers & 3/4 Depth Frames (24) : 11 
TecPak Honey Containers (24) : 14 


EXPORTING: 


Export Promoters USA, Tahiti, Singapore (22) : 14 
Exporting Handbook (13) : 11 

Phytosanitary Certificates (14) : 6 

Export Institute (15) : 6 

Honey Tariffs (18) : 12 

Honey Labels, Queensland (22) : 8 

- Spanish Translation (23) : 8 

- Japanese Typesetting (23) : 8 


FIRES: 


Liability for (9) : ge 
Smokeguard Alarm (13) 7 
Benzaldehyde (14) : 

In Rural Areas - ATS G7) : 
Permits and Liability Meek 
Paraffin Waxer (22) : 


FLOOR SURFACES : 
- Refer Honey Houses 


FROSTING: (15) : 2 


FUEL: 
- Alcohol for 9 (4-5) 


FUME BOARD (BENZALDEHYDE) (22) : 2 


FUMIGATTON : 


- Methyl Bromide : Damage to Comb Honey (12) : 7 
- Methyl Bromide Licence to Use and Source of Supplies (13) : 10-11 


HERBICIDES: 


- 2,4,5-T and 2,4D (9) : 2-3 
- Around Bee Hives (20) : 5-6 
- Hockey Sticks For Weeds (22) : 6 


HIVES: 


- Selling Hives: Procedure (7) : 4 
- Selling Hives: Affidavit of Title (8) : 4-5 
- As Flant and Equipment on Books (10) : 2-3 


HONEY : 


- Honey Adulterators (11) : 3 

- Honey Prices In Australia (19) : 13-14 
- Melting Drums of (5) : 5-6 

- Strainers (Nybolt) (13) : 8 

- Frosting of (15) : 2 

- Packing Liquid Honey (16) : 4-5 

- Soap Recipe 17 (1) 

- Packing Machine : Api-electric (17) 12 
- Drum Liners (20) : 2 

- Removing Benzaldehyde Board (22) : 2 

- Containers Tek Pak (24) : 14 


HONEY HOUSES: 


- Wall Linings and Floor Surfaces. (5) : 10 

- Floor Surfaces (10) : 1-2 

- Plywood Portal Beams and Scotweb Beams (19) : 2 
- Temporary Hot Rooms (23) : 10 

- Registration of (1) : 4 

- Mobile Sink (10) : 6 

- Heaters (16) : 1-2 

- Strip Doors (18) : 7 


HORTICULTURE : 
=- 1983 Prospects for (19) : 4-5 


HOT ROOMS : 
Temporary; Suggestions for (23) : 10 


INSURANCE : 


Flood Damage (5) : 3 

Public Liability for Fires 9 (7-8) 

Fire Safety Rural Areas (17) : 5-6 

Fire Permits and Liability (22) : 3 


INSECTICIDES: 


- Vapona (4) : 2 
- Borer Bomb (7) : 6 


KIWIFRUIT: 


- Pollination (18) : 3-5 
- Pollination Association (23) : 3 


LIQUID HONEY: 
- Packing 15 (4-5) 


LOADER: 


- Tailgate (15) : 7 
- Matco Cooee (14) : 4-5 
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MANUKA HONEY: 
- Pricker (17) : 11 


MIREX: 
- Wasp Baits-(2) : 2 


MANAGEMENT - HIVES (GENERAL): 


- Management Tips (1) : 7 
- Nuks, Nucs or Nuclei (7) : 1 
- Bits and Pieces:Stroppy Hives (12) : 6 


MARKETS - OVERSEAS: 


- 1978 Australian and UK Prices (1) : 6 
- 1978 Export Honey Potential (1) : 9 

- 1978 European Honey Season (3) : 5 

- 1982 Honey Exports (17) : 5 

- 1983 Honey Import Tariffs (18) : 12 

- 1984 Some Market News (22) : 10-11 


ME ADOWFOAM: 
- 1983 There's 0il in Them There Paddocks (19) : 5-6 


NECTAR SOURCES: 


Nodding Thistle (15) : 10 

Meadowfoam (19) : 5-6 

Trees for Bees (19) : 6 

Establishing Eucalyptus (19) : 7 
Questionaire (Willows etc) (19) : 13 


NEW ZEALAND POST OFFICE: 
- Bureaufax Service (19) : 11 


NUCLEI: 
Use of (7) : 1-2 


NUTRITION: 


Fine Liquid Sugar Syrup (11) : 2-3 
Fine Liquid Sugar (19) : 15 

Pollen Substitutes (20) : 5-7-8 
Lactalbumin and Yeast Patties (21) : 3 
Sugar Feeding (21) : 5-6-7 

Queen Cage Candy (no honey) (22) : 3-4 


NYBOLT: 
Honey Strainer 13 (8) 


PLYWOOD: 
- Treated (insecticide) Glue in : Beware 3 (3) 


PALLETS: 


Trucks : Jiffy Lifter (6) : 2-3 
Plastic Wrapper (7) : 2 

Plastic Wrapper (8) : 1-2 
Hydraulic Lifter (9) : 2-3 
Lifter: Matco Cooee 14 (4-5) 


PESTICIDES: 


Regulations (18) : 10 


PESTS: 


Wax Moth (4) : 2 
Wax Moth (7) : 6 
From the Scientific Front (11) : 7 


PLANNING FOR RESULTS: 


PFR (23) : 7-10 
AAO Objectives (24) : 770 


POLLINATION: 


- Kiwifruit Pollination Assoc (23) : 3 


Kiwifruit Pollination (18) : 3-4-5 
Pollination - Persimmons 


- Asian Pears (21) : 13-14 


Kiwifruit Pollination (22) : 1 


PRESERVATIVES: 


- 


Tanalised Timber : Toxic to Bees (5) 


Tanalised Timber : Protecting Bees. From (20) 
ocd 


New Preservative : Woodlife II (15) 
Tricunol (7) : 9 
Copper Sulphate and Dichromate (3) 


PRODUCTION - HONEY: 


25% More Honey (3) : 1 
Sun Spots and Honey Crop (6) : 4 


PROCESSING OF HONEY: 


Melting Honey in Drums (5) : 6 


Lubricant for Processing Equipment (12) 


Frosting of Honey (15) : 2 
Packing Liquid Honey (16) : 4-5 
Honey Soap Recipe (17) : 2 


PUBLICATIONS: 


1981 Exporting (13) : 11 
1982 Govt. Equip. News (15) : 5 


fe 


: 3 


Export Institute of New Zealand (15) : 6 


Legal Eagles (Road User) (15) : 8 
Truckers Guide to Saving Diesel (17) 
Fire Safety in Rural Areas (17) : 6 


: 3-4 


: 6 


: 3 
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Establishing Eucalyptus (19) : 7 
Speedy Bee (20) : 5 

Handy Market News (20) : 5 

Trees for New Zealand Countryside A Planters Guide (23) : 8 


PUMPS: 


- "Water Wizard (17) : 10 
- Suguar Syrup (21) : 11 


QUEEN REARING: 


Summer Queen Rearing (23) : 2-3 
Old Wax Best Queen Cells (12) : 12 
Bozi Plastic Cell Cups (23) 5 
Plastic Cage (AI queens) (18) : 11 


REGISTRATION: 


- Honey House Registration (1) : 4 
- Honey House Registration (4) : 4 


REGULATIONS : 


- Pesticide Regulations (18) : 10 
- Food Labels in Australia (22) : 8 
- Queensland Labelling (23) : 8 


REPAIRS: 
- Repairing Floor Boards (3) : 3 


SELLING HIVES: 


- Permits and IR Memorandum Account (7) 4-5 
- Affidavit of Title (8) : 4-5 


STAPLE GUNS: 
- Electric "Rapid" (19) : 8 


STATISTICS: 


- Honey Figures (17) : 4 
- Honey Exports (17) : 5 
- Annual HN region 

No. Beekeepers disease 
Honey Crap (19) : 12 


STENCILS: (17): 8 


STINGS (BEE OR WASP): 
- First Aid Treatment (22) : 12-13 


SUGAR: 


Fine Liquid (11) : 2-3 (19) : 15 
Fine Liquid (19) : 15 

Feeding (21) : 5-7 

Queen Cage Candy (no honey) (22) 3-4 
Feeding 
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TAXATION: 
- Hives as Plant and Equipment (10) : 2-3 
- Inland Revenue Requirements (20) : 4 


TARIFFS: 
- Honey Import Tariffs (18) : 12 


TELEX: 


- NZPO Bureaufax Service (19) : 11 
- Telex Services 


TRADE TABLE: 
- Refer Equipment 


TRANSLATIONS: 
- Spanish, Japanese (23) : 8 


TRANSPORT: 


- Car Running Costs (16) : 8 
- CNG Installations (22) : 4-5 


- Metric Conversion Miles per Gallon to L/100 km (24) : 


UNCAPPING MACHINE: 
Adaption for Davidson Mini (24) : 11 


WASP CONTROL: 


- Mirex Ant and Wasp Concentrate (2) : 2 
- Mirex for Wasps (13) : 10 
- Wasps : Baiting (14) : 5-6 


WAX: 
- Cappings Wax per Super (11) : 7 


WAX MOTHS: 


- Fumigation with Methyl Bromide 

(12) :7 

(13) : 10-11 
- Vapona Fly Strips : Don't Use (4) : 2-3 
- Ethylene Oxide (11) : 7 


WEIGHTS: 
- Reasonable Weights to Life (12) : 9 


WINCH: 
- Super Winch, Trucks (17) : 6-7 


WINTERING BEEHIVES: 
- Some Tips (1) : 7-8 


VOLUME 25 (1985) - VOLUME 30 (1987) 


WAIKATO BEE NOTES 


Accident Compensation: 


- A.C.C. Compensation and Statistics (25) : 3 


Africanised Honey Bee: 
- Mexico confirmation (30) : 2 


- Move towards U.S.A (30) : 11 


Analysis (Honey): 
- Honey Analysis ANALAB (25) : 11 


Antibiotics: 


- Nosema Control (25) : 12-13 


Australia: 


- Impressions and prices 86 (26) : 1-2-3 


Biological Control: 


- Gorse (28) : 7-8 


Canada: 


- State of Industry (29) : 7-8 


C.N.G: 


- Recommendations for Car (25) : 5-6 


Conferences: 
- Warsaw Congress 87 (29) 5-6 
- Brisbane Congress 88 (29) 5-6 


Diagnostic Services: 
- Lynfield (29) : 11 
- Sample Kits (30) : 14 


Diesel: 


- Road user charges (26) : 10 
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Disease: 


- Irradiation (30) : 12 


Disease: 


- Chalkbrood (26) 


hr 


Disease: 


- E.F.B (27) : 6-7 


Disease: 


- Halfmoon Disorder (27) : 6-7 


Disease: 


% 


- Kashmir Bee Virus (26) 


Disease: 


- Prevention (27) : 11-12 


Disease: 


- Varroa Mite (30) : 2 


Drums: 


- Expoxy lined (26) : 8 


Education: 


- Telford Bursary (29) : 11 


Equipment and Trade Table: 

- Jetaway Power washer 

- Sugar Feeders 

- Overflow alarm 

- Telescopic Hive lids 

- 2-in-1 honey extractor/capping spinner 
- Norwegian Manuka honey pricker 

- Contact Plastic Wholesalers 


- Circuit breaker switch 


(25) 
(25) 
(25) 
(25) 
(25) 
(25) 
(25) 
(25) 
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Pollination: 
~ NZ standards (26) : 2-3 
~ Statistics BOP/Waikato 85 (27) : 5 


Preservatives: 
- Creosote "Preservit" (27) : 6 


~ Metalex (B.T.B) (29) : 10 


Publications: 

- NZ Trees and Shrubs (26) : 4 

- Japanese Travel Market Report (28) : 
- Biological Control of Gorse (28) : 7-8 


Queen Bee Association: 


- Formation (26) : 4 


Queen Bee Rearing: 
- Carricell Queen Cell Transporter (26) 


- New Plastic Cage (26) : 6 


Radiation: 


- N.S.W plant (27) : 1 


Repellents: 
~ For Birds (25) : 9 


Restricted Areas: 


- BOP boundaries (26) : 3 and appendix 


Statistics: 
- NZ Honey Exports 85 (26) : 10 
- Hamilton District (27) : 6-7 


- Exports July 85-May 86 (28) : 16 
July 86-Oct 86 (29) : 12-13 
July 86-Feb 87 (30) : 7 

- Cost of statistics (30) : 7 


(6) 


Stress: 
- Personal (28) : 1-5 
- Management (28) : 19-21 


Sugar: 
- Contact for supply (25) : 7 
- Feeding (25) : 10 


Survey: 


- Waikato Pollination (24) : 5 


Transport: 

- Truckers new code (27) : 7-8 
- Vehicle log book (29) : 9 

- Truck loading code (30) : 10 


Wasps: 
- Baiting (26) : 10-11 
- Identification (30) : 13-14 


Wax Moths: 


- Toxic Chemicals (27) : 4 


